AMENDMENT NO. 1 JULY 2017 
TO 
IS 2044 : 2005 MULLITE REFRACTORIES FOR GLASS 
MELTING TANK FURNACES — SPECIFICATION 


(Second Revision) 


(Cover page 1, Hindi Title) — Substitute the following for the existing 
title: 


ANAT Aleth 
wie weer tr tn sizal & fae fafetenge A afters 
miata — faferite 
(GERT JorheTOp 


Indian Standard 


SILIMANITE REFRACTORIES FOR GLASS MELTING TANK 
FURNACES — SPECIFICATION 


(Second Revision) 
(Page 1, Title) — Substitute the following for the existing title: 


‘SILIMANITE REFRACTORIES FOR GLASS MELTING TANK 
FURNACES — SPECIFICATION’ 


(Second Revision) 
(Foreword, para 3, line 1) — Substitute ‘Sillimanite’ for ‘Mullite’. 
(Page 1, clause 1, line 1) — Substitute ‘Sillimanite’for ‘Mullite’. 


(Page 2, Table 1, Title) — Substitute ‘Sillimanite’for ‘Mullite’. 


(MTD 15) 
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